im 


ST.  LAWRENCE  CATHOLIC  CHURCH  is  constructed 
entirely  of  tiles  and  other  masonry.no  beams  of  wood 
or  steel.  Steps  to  organ  loft  without  wood  or  rails. 
Self  -  supporting  dome,  entirely  of  tile,  clear  span 
58*  x  82*.  When  completed  in  1908  was  the  largest 
elliptical  church  dome  in  the  United  States:  Located 
on  Haywood  Street  in  downtown  Asheville.  North 
Carolina. 


Photographed  in  Natural  Color  by  Jack  Bowers 
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